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Order 


No. 5 /NBH ( 17-70 )/ 2002 -DT / 1674 


Department of Tourism 


Directorate of Tourism 


Order 


By virtue of the powers conferred upon me under 
Section 10 ( 1 )(a ) of the Goa Registration of Tourist Trade 
Act, 1982 , I, N. Suryanarayana, Prescribed Authority 
hereby remove the name of Shri Joao Martin Fernandes , 
H. No. 5 /73-B , Maddo Vaddo, Calangute -Goa from the 
Register of Registration No. D -25 vide page No. 50 
maintained under the aforesaid Act as the said Shri 
Joao Martin Fernandes has ceased to operate Paying 
Guest House in his premises bearing No. 5 / 73 - B , situ 
ated at Maddo Vaddo , Calangute , Bardez -Goa . 


No. 5 / S (4-437 )/ 02 -DT / 1662 


The Registration of Tourist Taxi No. GA -02 / T - 3593 
belonging to Shri Alves Antonio Rodrigues , H. No. 353, 
Thonvaddo , Betalbatim , Salcete -Goa under the Goa 
Registration of Tourist Trade Act, 1982 entered in 
Register No. 9 at page No. 88 is hereby cancelled as 
the said tourist taxi has been converted into a 
private vehicle with effect from 11-4-2002 bearing 
No.GA -02/ A - 4238 . 


Consequently, the Certificate of Registration 
No. 1465 / D issued under the said Act stands cancelled . 


Panaji, 1st October, 2002.- The Director, 
N. Suryanarayana. 


Panaji , 16th September, 2002.-- The Director of 
Tourism & Prescribed Authority, N. Suryanarayana. 


Order 


Order 


No. 5 / N (TA - 128 ) / 2002 -DT / 1673 


No. 5 / S ( 1-27)/ 2002-DT/ 1675 


By virtue of the powers conferred upon me under 
Section 17 ( 1 )( a ) of the Goa Registration of Tourist Trade 
Act, 1982, I, N. Suryanarayana , Prescribed Authority 
hereby remove the name of The Numero Uno Aero Fly , 
c /o Shri Prakash M. Verlekar, H. No. 59 - A (4 )/8 , Shiv Sagar 
Apartment, Near Maruti Temple , Mapusa , Bardez-Goa 
from the Register of Registration No. VII vide page 
No. 23 maintained under the aforesaid Act as the said 
Shri Prakash M. Verlekar has ceased to operate the 
Travel Agency in his premises bearing Shop No. 4 , 
situated at Shiv Sagar Apartments , Near Maruti Temple , 
Mapusa -Goa . 


By virtue of the powers conferred upon me under 
Section 10 ( 1 )( a ) of the Goa Registration of Tourist Trade 
Act, 1982 , I, N. Suryanarayana , Prescribed Authority 
hereby remove the name of Bamboo Grove Cottages , 
c / o Smt. Servita D Silva , 1501, Vazvaddo , Benaulim , 
Salcete -Goa from the Register of Registration No. D -6 
vide page No. 66 maintained under the aforesaid Act 
as the said Smt. Servita D Silva has ceased to operate 
Paying Guest House in her premises bearing Shop 
No. 1501, situated at Vazvaddo, Benaulim , Salcete -Goa . 


Consequently , the Certificate of Registration No. 313 
issued under the said Act stands cancelled . 


Consequently, the Certificate of Registration 
No. 356 /D issued under the said Act stands cancelled . 


Panaji, 17th September, 2002.— The Director of 
Tourism & Prescribed Authority, N. Suryanarayana . 


Panaji , 17th September, 2002.- The Director of 
Tourism & Prescribed Authority, N. Suryanarayana . 
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Order 


No. 5 / N / THR(55)/ 02- DT/1708 


The Registration of Tourist Taxi No. GDS - 1464 
belonging to Shri Ashok Vasu Narvekar, H. No. 249 , 
Pilgao , Bicholim -Goa under the Goa Registration of 
Tourist Trade Act, 1982 entered in Register No. 3 at 
page No. 149 is hereby cancelled as the said tourist taxi 
has been converted into a private vehicle with effect 
from 22-3-2001. 


1988 in the Office of Civil Registrar of Satari, Valpoi is 
declared as dissolved by divorce on the grounds of 
ili -treatment of the Plaintiff by the Defendant under 
Article 4 ( 4 ) of the Law of Divorce . The custody of the 
children shall continue with the Defendant. The Civil 
Registrar is ordered to make endorsement of divorce in 
his records after the publication of the notice in the 
Official Gazette . 


Given under my hand and the seal of the Court , 
this 26th day of the month of November of the 


year 2002 . 


Panaji, 19th September, 2002.- The Director, 
N. Suryanarayana. 


Sayonara T. Laad , 
Civil Judge , Senior Division , 

Bicholim -Goa . 


V. No , 11072/2002 


Advertisements 


In the Court of the Civil Judge, Senior Division at 

Bicholim -Goa 


In the Court of the Civil Judge , Senior Division B 

Court, Mapusa -Goa 


Matrimonial Petition No. 15 /02 / B 


Matrimonial Petition No. 15 /2001/ A 


Smt. Taramati Horichondra Poriencar alias 

Shashikala Sagun Gaonkar, daughter of 
late Sagun Apa Gaonkar, major in age , 
housewife , resident of House No. 33 , 
Bailipeth , Bicholim -Goa . 

Plaintiff /Petitioner 


Smt. Yogini Yeshwant Pagi @ 

Nirmala Gajanan Shetye, wife of 
Yeshwant Pagi, major, married , 
30 years, residing at H. No. 135 , 
c / o Suman Gajanan Shetye , 
Sonarbhat , Betim , Bardez -Goa . 


Petitioner 


V / s 


V / s 


Shri Yeshwant Sitaram Pagi, 

major, married , aged 49 years, 
House No. 36 ( 1 ), driver of 
Fishing Boat, Augustwada, 
Lolyem , Canacona -Goa . 


Respondent 


Shri Horichondra Apa Poriencar, 

son of Apa Poriencar, 
major in age, agriculturist , 
resident of House No. 81/1 , 
Shir Savordem , Satari-Goa . Defendant /Respondent 


Notice 


Notico 


2. It is hereby made known to the public that by 
Judgement and Decree dated 29th August, 2002 the 
marriage between Petitioner and Respondent stands 
dissolved under Article No. 4 ( 4 ) and 4 ( 5 ) of the Law . 
of Divorce, which was registered on 16-7-1992 at 
entry No. 170/92 , in the Office of Civil Registrar of 
Canacona -Goa . 


Given undermy hand and the seal of the Court , this 
24th day of October, 2002 . 


It is hereby made known to the public that by 
Judgement and Decree dated 6th September, 2002 
passed by this Court, the marriage of the 
Plaintiff/ Petitioner Smt. Taramati Horichondra Poriencar 
alias Shashikala Sagun Gaonkar, d /o late Sagun Apa 
Gaonkar, 1/0 House No. 33 , Bhailipeth , Bicholim -Goa and 
the Defendant/Respondent, Shri Horichondra Apa 
Feriencar, s /o Apa Poriencar, i/o House No. 31/1 , Shir , 
Savordem , Satari-Goa registered against the entry 
No. 48 of the Marriage Registration Book for the year 


V. S. R. Desai, 
Civil Judge , Senior Division 

B Court , Mapusa -Goa . 


V. No. 11108/2002 
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in the Court of Civil Judge , Senior Division at 

Panaji -Goa 


Office of the Administrator of Comunidades of South 

Zone, Margao Goa 


Matrimonial Petition No. 11/01 /B 


Notice 


Yolanda Nogar e Rodrigues , 

r / o Dubai, V.A.E., represented by 
her attornies , Shri Felix Paul Rodrigues 
and Smt. Cecilia Anne Rodrigues, 
both i/ o Rowil Mansion , 
Nagally , Taleigao . 


5. I hereby make it known in pursuance of Article 
489 of the Code of Comunidades in force that the below 
mentioned days have been fixed for payment of 
dividends of Shares , Jonos and other credits of the 
Comunidades of South Zone , relating to the year 2002 
from 9.30 a . m . to 1.00 p , m . at the counter of treasury 
of each Comunidade as under: 


Plaintiff 


SALCETE TALUKA 


V / S 


Days 5th , 6th and 7th January , 2003: 


Mr, Francis Carlos de Miranda e Nagar, 

1/0 Carrefour Hyper Market , 
P. O. Box 60885 , Dubai, U. A. E. 


Defendant 


Margao : Share Rs. 20 /-; Raia : Share Rs. 8 /-, Jono 
Rs. 225 /-; Varca : Share Rs. 10 /-; Guirdolim : Share 
Rs . 121- Colva : Share Rs. 10 /- Davorlim : Share 
Rs. 40 /-; Nagoa : Share Rs. 287/ -, Jono Gauncar 
Rs. 2879.23 paise , Jono simple Rs. 2879.15 paise . 


Notice 


Days 12th , 13th and 14th January , 2003: 


3. It is hereby made known to the public that by 
Judgement and Decree dated 5-9-2002 passed by this 
Court the Suit of the plaintiff was decreed . The 
marriage between the Plaintiff and Defendant is 
dissolved by Decree of Divorce in terms of Article 4 ( 4 ) 
of Portuguese Civil Code . 


Majorda : Share Rs. 11.26 paise , Loutulim : Share 
Rs. 15 / -, Jono Rs. 150-, Half Jono Rs . 75 /-; Dramapur: 
Share Rs. 20 /-; Curtorim : Share Rs. 21.40 paise , Jono 
Rs. 236 / -, Class Escrivao Rs. 214.60 paise ; Cavelossim : 
Share Rs . 110 /-, First Vangor Rs. 60 /-, 2nd Vangor 
Rs. 60 / -, 3rd Vangor Rs. 15 /-, 4th Vangor Rs. 3 / -, 5th 
Vangor Rs. 15 /-, 6th Vangor Rs. 7 /-, 7th Vangor 
Rs. 60/ -, 8th Vangor Rs. 60 /-, 9th Vangor Rs . 21-, 10th 
Vangor Rs. 10 / 


Given under my hand and the seal of the Court on 
this the 7th day of the month of December, 2002 . 


Shri P. M. Shinde , 
Civil Judge , Senior Division , 

Panaji B -Court . 


Days 2nd , 3rd and 4th February , 2003: 


V. No. 11092/2002 


Verna : Share Rs. 55 / -, Gauncar Rs. 14 / - Telaulim : 
Share Rs. 5 / -, 


Days 19th , 20th and 21st January, 2003: 


Office of the Civil Registrar-cum - Sub - Registrar, Satari , 

Valpoi-Goa 


Sarzora : Share Rs. 40 /-; Aquem : Share Rs. 53/-. 


MORMUGAO TALUKA 


Notice 


Days 5th , 6th and 7th January , 2003: 


4. Kum , Sushama Rama Gaonkar, residing at Mauxi, 
Satari-Goa desires to change her name from " Sushama 
Rama Gaonkar " to " Sushama Rama Sawardekar " . 


Mormugao : Share Rs. 174 / -, Jono Rs. 1821-; 
Dabolim : Share Rs . 60 /- ; Cortalim : Share Rs. 50 / -, Jono 
Rs. 300 /-; Cansaulim : Share Rs. 5 /-, Jono Rs. 70 / -. 


Days 12th , 13th and 14th January , 2003: 


Any person having any objections in hereby invited 
to file the same in this office within 30 days from this 
publication ; in view of Rule 3 (2 ) of the Goa Change of 
Name and Sumame Rules , 1991. 


Vaddem : Share Rs. 1,863.25 paise ; Sancoale : 
Share Rs. 300 /-; Cuelim : Share Rs. 7 /- , 


Valpoi, 22nd July, 2002.- The Civil Registrar - cum 
-Sub -Registrar, Suka V. Govenkar. 


Days 19th , 20th and 21st January , 2003: 


Chicolna : Share Rs . 1,100 / -; Velsao: Share Rs. 30 / -; 
Quelossim : Share Pis . 200 / -, Jono Rs. 1,300 /- . 


V. No. 11089/2002 
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QUEPEM TALUKA 


Days 5th , 6th and 7th January, 2003 : 


Sirvoi: Jono Rs. 13,374 /- . 


of this notice in the Official Gazette in order to give 
its opinion on the File No. 1-05-02- ACNZ year 2002 in 
which Shri Subash Shrikrishna Pednekar, resident of 
Sirsaim , Bardez -Goa has applied on lease (Aforamento ), 
for construction of residential house in uncultivated 
and unused plot No. 6 , Survey No. 76/0 , situated at 
Sirsaim village of Bardez Taluka and belonging to the 
Comunidade of Sirsaim , admeasuring area of 289 square 
metres . 


Days 12th , 13th and 14th January, 2003: 


Adnem : Jono Rs . 308 / - . 


Days 19th , 20th and 21st January , 2003: 


It is bounded on the : 


Quedem : Jono Rs . 400 / -; Quitol: 1st Vangor 
Rs . 6,000 / -, 2nd Vangor Rs. 375 / - , 3rd Vangor 
Rs. 1,000 / -, 4th Vangor Rs. 285 / -, 5th Vangor 
Rs. 857/4 Molcornem : Jono Rs . 7,425 / -, Jono Kulkarni 
Rs. 7,425 / 


East : By plot No. 7 of the same sub -division ; 
West : By plot No. 5 of the same sub - division ; 
North : By Survey No. 77 of village of Sirsaim ; 

and 
South : By existing 6 metres wide road. 


CANACONA TALUKA 


Sirsaim , 1st December, 2002 .-- The Clerk , Sd / -. 


Days 5th , 6th and 7th January , 2003: 


V. No. 11128/2002 


Nagarcem -Palolem : Jono Rs. 399/ -. 


Days 12th , 13th and 14th January, 2003: 


BANDORA 


Canacona : Jono Rs. 318 / -. 


7. Extraordinary general body meeting will be held 
on 5th January , 2003 at 10.30 a . m . in the Comunidade 
Office , Bandora to transact the following agenda : 


Days 19th , 20th and 21st January, 2003 : 


Poinguinim : Jono Rs. 338 / - . 


1. To consider the application received from the 

Collector on encroachment of land . 


Note: The payment of Jono /Dividend of Chicalim 

Comunidade of Mormugao Taluka will be 
announced in due course of time. 


Bandora , 18th December, 2002. The Clerk , Eknath 
K. Karapurkar. 


V. No. 11127/2002 


Margao, 11th December, 2002. The Administrator 
of Comunidades of South Zone , Smt. S. M. Manjrekar. 


V. No. 11068/2002 


Private Advertisement 


" Comunidades " 


8. Shri Lourenco Justiniano L. Olivira , resident of 
Merces intends to get transfered in his names 10 shares 
under title No. 568 bearing shares Nos . 3652 to 3661 of 
Comunidade of Murda, belonging to his late wife 
Mrs. Morena Machado, r / o Merces and to collect the 
unpaid dividends . 


SIRSAIM 


6. The above mentioned Comunidade is hereby 
convened to meet at its meeting place on 3rd Tuesday 
of the Comunidade at 10.30 a . m . after the publication 


V. No. 11075/2002 


GOVERNMENT PRINTING PRESS , 

PANAJI -GOA 
PRICE : Rs. 2.00 


WWW.SSWORTH 


